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John Deere Pumps 



Kin-Tec Industries exists to help you save money by extending the life of your John Deere radial 
hydraulic pumps. Unlike other companies that work on multiple parts by multiple 
manufacturers, we focus on John Deere hydraulics. This enables us to be the specialist you 
need to get more life out of your hydraulic pump. 

New pumps cost a lot of money; money you could surely put towards something besides 
replacing your old pump. Having your hydraulic pump remanufactured will save you hundreds 
of dollars. We pride ourselves on being able to repair pumps that others are unwilling or unable 
to repair. When a pump comes into Kin-Tec, we break down the unit and inspect it to ensure 
that the individual pieces are structurally sound by using a magna flux. 

By focusing solely on John Deere hydraulic systems, our technicians have a mastery with the 
parts and can repair them like it is second nature. We do our work in house, not by outsourcing 
it. Using our comprehensive machine shop, our experts can revitalize your equipment quickly, 
effectively, and cost efficiently for you. It also allows us to exceed the original specs of the 
equipment, so your pump won't just be as good as new, it'll be better. 

When we replace bearing races, shafts, or pistons with new parts, they are Parkerized to 
improve their resistance to wear that normally occurs with repeated use. By having our 
machine shop in-house, we are also able to make custom modifications. When necessary, we 
can over size the housing to accommodate the parkerized parts. 

Just like the warranties you'll find on brand new parts, Kin-Tec Industries includes a standard 90 
day warranty on our work. 

We even offer the warranty on more expensive pumps like the RE33468 and RE33603. 
Recently, we've begun to undersize these pumps, and sleeve their bores. This new design has 
proven to be very useful, and there is no loss of flow performance. This procedure will enable 
your pump to last longer than the original by operating at a cooler temperature. Our work 
results in an exceptional sleeve tolerance of less than .001, which results in a hydraulic system 
that isn't stressed and lasts longer. It also means your wallet will be less stressed and that your 
money will last longer. 



AR101288 




Fits 410, 310B. 4in pump (65cc) $300 core charge. 

All pumps meet or exceed OEM specs. 

Pumps are first torn down, cleaned for inspection, then 
inspected for repair. Our in-house machine shop then 
machines and repairs the main housings. Then all high- 
wear parts such as: shaft, bearings, pistons, and valves are 
replaced new. 



After rebuild is properly assembled it is bench tested for 
flow performance and pressure is then set. Final step is to 



serial tag and paint the pump. 



Services 

Kin-Tec Industries is a leading re-manufacturer of John Deere radial hydraulic pumps. 

We completely disassemble each unit and magna-flux it to ensure there are no cracks in the 
housing. Then, we thoroughly clean, reassemble, and test the part for performance. 

Our tolerances on parts exceeds original specs. Rest assured that you will receive the absolute 
best product on the market for your money. Also, we take pride in repairing parts that our 
competitors would say are non-repairable. 

In-House Machine Shop 

We have a complete in-house machine shop. This means that your hydraulic needs and repairs 
can be handled quickly, efficiently and more cost effectively! 



New parts such as pistons, shafts, and bearing races are Parkerized for maximum longevity. Our 
in house machine shop over sizes the housing if needed. 

Warranty 

Our work comes with a standard 90 day warranty on parts, which is the same warranty you 
receive with a brand new part. This warranty even includes the RE33603 and RE33468. 

WE NOW UNDERSIZE THE RE33603 AND RE33468 PUMP AND SLEEVE EACH BORE. This allows 
the pump to last longer than the original new pump. You will not notice any difference in the 
flow performance but the new design will keep the pump at a cooler working temperature 
which allows it to last much longer. 

On our quality work, the piston to sleeve tolerance is less than .001! This assures an efficient 
and long lasting bore. It also removes the stress from the rest of the hydraulic system, 
translating to a longer lasting pump! 



RE33603 

Fits 410C, early 410D, 510C, and 510D. This price is EXCHANGE only! 
All pumps meet or exceed OEM specs. 

Pumps are first torn down, cleaned for inspection, then inspected 
for repair. Our in-house machine shop then machines and repairs 
the main housings. Then all high-wear parts such as: shaft, bearings, 
pistons, and valves are replaced new. 




Prices 



Part# 


Model 


2014 Price 


AR101807 


4020, 310A, 510 


625 


AR102545 


4020, 310A, 510 


625 


AR101288 


410, 310B, late model 410D 


830 


AR102507 


410, 310B, late model 410D 


830 


RE33603 


410C, 510C, early model 410D 


1550 


AR102245 


510, 610B, 670 


990 


AR96177 


510, 610B, 670 


990 


RE11716 


510, 610B, 670 


990 


AR96175,176 


410B, 510B 


990 


RE33468 


710C, 648D 


2450 


RE36288 


710C, 648D 


2450 


R94660 


4020,4320, more 


625 


R94661 


4 wheel drive trac. 


725 


R97872 


4010, 4020, more 


610 


AR103033 


keyed shaft pump 


550 



After rebuild is properly assembled it is bench tested for flow performance and pressure is then 
set. Final step is to serial tag and paint the pump. 

We even offer the warranty on more expensive pumps like the RE33468 and RE33603. 
Recently, we've begun to undersize these pumps, and sleeve their bores. This new design has 
proven to be very useful, and there is no loss of flow performance. This procedure will enable 
your pump to last longer than the original by operating at a cooler temperature. 



For more information please visit 
http://www.kin-tecindustries.com 



